Message 


From: Salemi, Charles (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 

01/CN=RECiPlENTS/CN=CHARLES.SALEMI] 

Sent: 11/4/2011 8:28:04 PM 

To: Sarmini, Katherine (EAS) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Katherine.Sarmini] 

CC: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

Subject: FW: analytical data for item Bll-06290(Duran) 

Attachments: 20111104160101350.pdf 


ADA Sarmini, here is my analytical data for Item Included is the receipt, lab control card, 

my powder sheet and hand notations, and preliminary Gas Chromatography data. The GC/MS testing was done 
by Kate Corbett, and we can not provide that material until Monday. I can be on call and available 
Monday. I'm not sure if Kate is available that day but if you will need her to testify, please send a 
summons for her. I'm not available to testify Tuesday. My direct phone line at the lab is 617 983-6629. 
Take care. 

Charles Salemi 

Laboratory Supervisor 

DPH Drug Analysis Laboratory 

305 South Street 

Jamaica Plain, MA 02130 

-Original Message- 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner@massmail.state.ma.us] 

Sent: Friday, November 04, 2011 4:01 PM 
To: Salemi, Charles (DPH) 

Subject: 

This E-mail was sent from "DPH-SLI-361-Scanner" (Aficio MP 3350B). 

Scan Date: 11.04.2011 16:01:01 (-0400) 

Queries to: itsscanner®massmail.state.ma.us 
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